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of current from this generator to two 100 hp. motors mounted on
the front trucks. Additional flexibility of control is provided by
the regulation of the voltage supplied to the motors by the varia-
tion of the generator field strength. The controller is also pro-
vided with means for regulating the engine ignition and the
throttle. The car may be started, stopped and reversed with
the engine running continuously in one direction. A trolley is
often provided by means of which the car may be operated on
standard direct current trolley systems without change in the
control equipment.                                            ..,,11.
Reports from roads where these cars have been installed show a
marked reduction in operating expenses and maintenance charges
over those of steam operated trains, although their comparatively
recent introduction has not permitted an accurate comparison
over an extended period. A plan and elevation of one of these
cars may be found in Figs. 124 and 125 respectively.